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MINISTRY OF HEALTH & FAMILY WELFARE 
(Department of Health) 

NOTIFICATIONS 
New Delhi, the 10th March, 1988 

S.O. 268(E).—In exercise of the powers conferred by sub-section (1) of sec¬ 
tion 7 of the All India Institute of Medical Sciences Act, 1956 (25 of 1956) 
and in supersession of the notification of the Government of India in the Ministry 
of Health and Family Welfare (Department of Health) No. S.O. 2792, dated the 
23rd July, 1986, the Central Government hereby nominates Shri Motilal 
Vora, Minister of Health and Family Welfare and a member of the All India 
Institute of Medical Sciences, New Delhi, to be the President of the said^ 
Institute. 

[No. V-16011|4|86-ME(PG] 

TT. NF. 269 (n) :—Tf%T VTRTfT fiWT, flFSIFTIT, 195 6 
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% H4UTN Jf FTTTT tr^SHT sft rft.ftTK TKF, TTFf £1 aft* iftAR TwTFT 

Aaft, fif? LCTt TF NT Tt. ft. TTfq-f TIC % TTfT Tf vtfHTT NfTTTi 7 

trttt, ftf fttft htItIt in ft £ Tit: tht toftfc ttffh sft?. 
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4fv ^ntr, srtftcj;:— 
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! S.O. 269(E).—In pursuance of clause (c) of section 4, read with sub-section 
(3) of section 6 of the All India Institute of Medical Sciences Act, 1956 (25 of 
1956), the Central Government hereby nominates Shri Motilal Vora, Minister 
of Health and Family Welfare, New Delhi, to be a member of the All India 
Institute of Medical Sciences, New Delhi vice Shri P. V. Narasimha Rao, and 
makes the following amendment in the notification of the Government of India 
in the Ministry of Health and Family Welfare No. S.O. 2960 dated the 6th July, 
1983, namely :—- 

In the said notification, for entry 1, the following entry shall be substituted, 
namely 

“1. Shri Motilal Vora, Minister of Health and Family Welfare, New 
Delhi”. 


[No. V-1601l|4|86-ME(PG)j 
R. K. AHOOJA, Jt. Secy. 
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